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Symcure 


ADMIRAL 

M55, vertical lock is erratic 

M55, AGC overload, might improve when warm 
M55, no raster, sound and H V ck 

M55, intermittent loss of red, blue, or green 
M55, excessive brightness 

M55, vertical instability on cable signals 


MAGNAVOX 
T985/86, no raster, no picture, H V normal 
T985/86, horizontal cannot be locked, 

vertical normal 27 
T985/86, no high voltage or horizontal sweep 27 
T985/86, no sound, R203 overheats when sound 

module is plugged in 27 
T985/86, no sound, R203 overheats whether or not the 

sound module is plugged in 27 


RCA 


CTCS53, distorted video, similar to bad AGC 30 
CTC85, no height 6 
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CTC87, short period of audio followed by 
shutdown 

CTC87, no height 

CTC87/101, no sound and no picture, shutdown 
condition 

CTC87, erratic startup 

CTC88, sound distorted 

CTC88, short blast, sound, then shutdown. 

CTC91, no high voltage 

CTC92, no picture or sound, fusible resistor 


CTC92, no sound and no picture, shutdown 
condition 

CTC92, erratic tuner or station selection 

CTC93, wrong horizontal frequency 

CTC93, picture dark 

CTC97, lack of regulation causes shutdown 

CTC97, little control of brightness 

CTC97, no height 

CTC97HC, no height 

CTC97, height collapses erratically 

CTC99, shutdown giving no sound 
or picture 

CTC99, compression and retrace at top of 


CTC99/101, no color, but IF and oscillator signals 
enter IC U800 


SYLVANIA 

D16, beat pattern in color, and interference is 
radiated 

E20, no height 

E21, no vertical or horizontal locking 

E21, circuit breaker trips instantly 

E21, excessive brightness with blooming 

E21, dim picture and color smearing 


ZENITH 
4B25C19, intermittent low sound volume 
9JB1, excessive brightness with retrace lines 
12FB12, width varies intermittently, center 
foldover 
12HB1X, 1” lack of scan at all sides 
of raster 
12HB1X, picture flashes bright and dark 
12 JB2X, weak or intermittent audio volume 
13HC10, right and left edges bowed, 
19GB1, intermittent loss of height 
19GB1, vertical foldover with retrace lines 
19GB1, bottom foldover with erratic rolling 
19GB1Z, audio intermittent and/or CRT heater 


19GC38Z, low brightness 

19HC20, insufficient contrast 

19HC45, excessive snow all channels 
19HCS50, no raster or rapid flashing in picture 
23HC50, drive line during zoom function 
25CC50, height about 1” 

25DC56, no color at left edge of screen 
25DC56, green skin hues 

25DC56, excessive brightness without control 
25EC58, no UHF reception, VHF normal 
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25EC58, no picture, no sound, breaker trips 
25EC58, tripped breaker, when reset, loud, hum, 


25EC58, no luminance signal, no brightness 

25EC58, height varies at bottom of raster 

25EC58, weak color is missing, but strong 
color normal 

SGw/remote, no remote operation, manual 


Troubleshooting tips 


ADMIRAL 
2M10CA,C, shrinking picture 


CHANNEL MASTER 
6128/29, no HV, breaker trips 


GENERAL ELECTRIC 
UA, lack of raster height at bottom 


HITACHI 
CA568, black corner 


MAGNAVOX 
T950, no vertical sweep, raster non linear 
T936, low Bplus, without picture 


MOTOROLA 

19TS929, vertical roll and no color 

LC19TS-929, no picture, reset breaker, ok until 
receiver is turned off 


PACKARD BELL 

98C18, intermittent video and black marks in 
picture 

98C21, AGC overload 


PANASONIC 

CT26, no HV or picture 
CT98, picture pulling 
CT329, buzz in sound 


RCA 

CTC62A, no picture and no sound 

CTC72, receiver dead, only dia! lamp 
comes on 

CTC72B, no sound, raster, or HV 

CTC81A, chattering relay 


SANYO 
CT711, drifting vertical frequency 


SYLVANIA 
E10, AGC overload causes loss of HV 


ZENITH 

14A10C29, no color when TV is cold 

14B36, fading contrast 

19GC45Z1, vertical blanking bar locked in 
center 
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